Metal Case 


Mfg: SFM-002 
CASE,METAL,5.9x5.3x3.0 INCH 
BLACK TOP COVER,ROHS 


Top Cover : Black Wrinkle( XR100) 


26.6 


Body : Matte White (XR243) 


Sinotech Shanghai 
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